FIGURE 4.4 Map of epicenters (black dots) of more than 1500 earthquakes with magnitudes on
the Rienter scale of between 1 and 6 comes from measurements made on seismographs of the U.S.
Geological Survey and the University of Utah.  The peak focal depth was 16 km.  (From R. B.
Smith and R. L, Christiansen, Yellowstone Park as a Window on the Earth's Interior,